3/9/70 


Dear Gary, 

I’V 0 Just li- 3 d a call from the friend ’vho is making ra? Z slides, lie 
has made tneri,J.n 16mm. and will be getting 35mm mounts. 

Ka -balls ma -bhab tiia quality of %h<i filn is vary bad, both ways. 
First of all, taese copias -.vera mada on either old or cheap or poorly- kept 
stock, so tte fi'ja itself is brittle. 


He also tells rae that the copy was made by a MY lab, whose identi- 
fication is on it. i think he msnt the copy 1 have. Eovrever, I put a different 
interpretation on this inteliigenca. I think that lab die it ior Lsmsrre of 
for LIFE, in the latter case, for JG-, thus ths trap a oarlis r feared. Ihls is 
at least 7th generation, he also said, so if it is from a copy -.neie from a JG 
copy, it would seam bhat LIFE did not make his copy fre.a tte original, which, 
as you ^cnow, had suspected all along. Had they, it would he->'s teen as good 
as the one shown in the Archives, ^t isn’t. 


So I’d like to set a good print, meaning both as clear as possible 
on Rood, fresh stock, and I’d like a secorac for this fellow who not only 
3 it b-at nas the capability of doing things -.-ith it. Whan you are in touch 


and 
wants 
trie s-Duree 


of ail goo'J, v/ouid you plsase try and arrange ’r* 

It now lo- ks as tiiough what I've been p3.anr.ing for a whilo will 


be Wednesday a 


B’sst 


